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(Ireland.) 



A COMPARATIVE STATEMENT OF BRITISH AND FOREIGN 
Distinguishing the several Countries; for the 



Year ending 5th January i8ai: 







COUNTRIES 

TO WHICH OUn'OICED. 


Bi'itHh and Irish. 


Foreign. 


TOTAL. 








Ships. 


Tons. 


Siiips. 


Tons. 


Ships. 


Tons, 






^Russia ------ 


5 


559 


- - 


- - 


5 


559 






Sweden ------ 


a 


234 


6 


i,i66 


7 


1,400 






Denmark and Norway - 


6 


482 


74 


12,395 


80 


12,877 






Prussia - 


1 


120 


8 


1.956 


9 


2,076 






Germany ------ 




- - 


1 


187 


1 


187 






Holland ------ 




- - 


- - 


- - 


- - 


• ■ 




•g 


France ------ 


13 


1,281 


3 


545 


16 


1,826 






Portugal ------ 


25 


2,549 


72 


10,130 


97 


14.679 




g 


J 




205 




_ 




205 






















6 


1,099 


. 


- 


6 


1,099 

456 


BS 




Caj/»- dv ^ Je UItU Ji 






456 




















s 


Spain - 


19 


1,273 


9 


1,780 


28 


3,053 




Island of Ivica , . . 


■ - 


- - 


1 


163 


1 


163 






Canary Islands ... 


- - 


- - 


- - 


- - 


- - 


- • 






Gibraltar ------ 


t 7 


1,257 


- - 


- - 


17 


1,257 






Italy 


1 


38S 


- - 


- - 


1 


386 






Duchy of Tuscany - 


- . 


- - 


1 


180 


1 


180 






VMalta 




- - 


• • 


- - 


- - 


- - 




Great Britain ------ 


9,209 


780,543 


20 


3,207 


9,229 


783,75" 




. British Islands ------ 


58 


2,058 


_ 


- - 


58 


2,058 


ASIA ; viz. New Holland ----- 


1 


416 




' 


1 


416 


AFRICA; 


viz. Cape of Good Hope - - - 


3 


1,073 


- - 


. . 


3 


1,073 




British Nortliern Colonies . - - 


202 


40,955 


. . 


. - 


202 


40,955 


< 

u 

5 


, British West India Colonies - . - 

United States of America . . - 


77 

26 


15,742 

6,732 


50 


12,806 


77 

76 


15.742 

19.538 


p 


Fo 


eign West India Colonies - . - 


- - 


- - 


2 


319 


2 


319 




1 Foreign Continental Colonies - - - 


1 


140 


1 


254 


2 


394 






Totals - - - 


9.675 


857,104 


250 


45,544 


9,925 


902,648 



Custom House, Dublin,'! 
27th February 1823. J 
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TONNAGE, CLEARED OUTWARDS FROM THE PORTS OF IRELAND; 
Years ending the 5th January i8ai, 1823, and 1823. 



Year ending 5th January 1822; | Year ending 5th Janiwry 1823: 



f 

British and Irish. 




TOTAL. 


British and Irish. 


Foreign. 


TOTAL. 


Ships. 


Tods. 


Ship.. 


Tons. 


Ships. 


Tons. 


Ships. 


Tons. 


Ships. 


Tons. 


Ships. 


Tons. 


8 


■,315 


1 


■83 


9 


1.498 


15 


1.963 


2 


579 


17 


3,541 


1 


87 


1 


166 


2 


253 


1 


80 


7 


1.331 


8 


1,411 


6 


439 


63 


9.58. 


69 


10,021 


17 


1.472 


111 


18,956 


128 


20,428 


4 


770 


15 


3.834 


19 


4..594 


3 


626 


41 


g.089 


44 


9.715 


1 


159 


1 


58 


2 


217 


— 


— 


— 




_ 


_ 


- - 


- - 


4 


501 


4 


501 


2 


167 


- - 


. . 


2 


167 


14 


1,481 


8 


1,481 


22 


2,962 


9 


793 


2 


333 


11 


1.125 


14 


1,124 


42 


5.337 


56 


6,461 


21 


1,851 


51 


7.054 


72 


8,905 


4 


270 




- - 


4 


270 


5 


423 


- - 


- . 


5 


423 


4 


243 




— 


4 


242 


— 


438 





- - 


5 


438 


13 


869 


2 


355 


14 


1,234 


27 


2,128 


8 


1,852 


35 


3.980 


■ * 






- - 


- * 


* - 


1 


212 


' - 




1 


212 


25 


1,862 


- - 


■ - 


25 


1,862 


28 


2,335 


1 


100 


29 


2,435 


1 


133 


- - 


- - 


1 


122 


2 


204 


- - 


- - 


2 


204 


— 




— 


— 


— 


— 


— 


— 


— 


— ■ 


— 


- 






■ - 


- - 


- - 


■ ■ 


2 


145 


- - 


- - 


2 


145 


9.414 


816,196 


26 


3.45a 


9.440 


819,648 


9.511 


825,596 


51 


7.331 


9.563 


832,927 


56 


1,886 


- - 


- - 


56 


1,886 


63 


2,236 


- - 


- - 


63 


2,236 




■ ■ 




- - 


- - 




1 


280 


---- 


- - 


1 


280 


- - 


- - 


- - 




- - 


■ ■ 


1 


253 


- - 


- - 


1 


253 


186 


35.084 




- - 


186 


35.084 


222 


44,988 


. . 


. _ 


222 


44,988 


8+ 


15.350 


- - 




84 


15.350 


77 


'5.8 h 


- - 


. . 


77 


15,824 


16 


4,061 


45 


11.449 


61 


15.510 


19 


4,106 


38 


9.831 


57 


13.937 


3 


661 




- - 


3 


661 


1 


139 


- - 


- - 


1 


1.39 


9.853 


881,978 


208 


36,388 


10,061 


918,366 


10,033 


906,057 


312 


56.456 


10,345 


962,713 



H. B. HAUTENVILLE, 

Comptroller of Tonnage, &c. 
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